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Fig. 2: Air Conditioning Circuits, Manual A/C 
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Fig. 3: Anti-lock Brake Circuits 


ANTI-THEFT 


Repair Manual 
Thursday, September 06, 2018 10:46:46 PM 


GROUND 
B6 


B7 WHT/BLK 


1996 Buick Roadmaster Limited 
1996 System Wiring Diagrams Buick - Roadmaster 


HOT AT ALL TIMES 


PASS-KEY 
FUSE 34 
10A 


HOT IN RUN 
СОТ Т ТР FUSE 
PASS-KEY | BLOCK 
FUSE 14 | 
10A | 


1073 


GROUND |) 


SIGNAL ж WHT/BLK 


1073 


THEFT DETERRENT MODULE 
(BEHIND LEFT 
SIDE OF I/P) 


78596 


Repair Manual 


Thursday, September 06, 2018 10:46:46 PM 


| 
BLK/WHT | 


© G110 


(FRONT OF LEFT 
CYLINDER HEAD) 


(С)1995 VFTC 


POWERTRAIN 
CONTROL MODULE 
(LEFT FRONT OF 
ENGINE COMPT) 


1996 Buick Roadmaster Limited 
1996 System Wiring Diagrams Buick - Roadmaster 


Fig. 4: Pass-Key Circuit, W/ SEO 
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Fig. 5: Pass-Key Circuit, W/O SEO 
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Fig. 6: Computer Data Lines 


COOLING FAN 


Repair Manual 
Thursday, September 06, 2018 10:46:47 PM 


1996 Buick Roadmaster Limited 
1996 System Wiring Diagrams Buick - Roadmaster 


(С)1995 УЕТС HOT AT ALL HOT AT ALL 
HOT IN RUN TIMES HOT IN RUN TIMES 
— — — — UNDERHOOD 


ЗЕС РАМ МАХ! | ELECTRICAL 
FUSE FUSE 13 | CENTER 
10A 40A 


=] 


PRIMARY SECONDARY 
ENGINE ENGINE 
COOLANT COOLANT 
FAN RELAY FAN RELAY 
(BASE (UNDERHOOD 
AND V03) ELECTRICAL 
(UNDERHOOD CENTER) 
ELECTRICAL DK 

CENTER) BLU 


S= s w 


RELAY y DK GRN 


CONTROL | 


REAY 1110 DK BLU 


CONTROL |’ C1 
=; | 
POWERTRAIN 
CONTROL 
MODULE 

(BEHIND RIGHT 
SIDE OF I/P) 


PRIMARY SECONDARY 
COOLANT COOLANT 
FAN FAN 

MOTOR MOTOR 
(BASE 

AND \03) 


(BEHIND RIGHT HEADLAMP 
ATTACHED TO RADIATOR SUPPORT) 


Repair Manual 
Thursday, September 06, 2018 10:46:47 PM 


1996 Buick Roadmaster Limited 
1996 System Wiring Diagrams Buick - Roadmaster 


Fig. 7: Cooling Fan Circuit 
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Fig. 8: Cruise Control Circuit 
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Fig. 9: Defogger Circuit 
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Fig. 10: Electronic Power Steering Circuit 
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Fig. 11: Electronic Level Control 
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COMPRESSOR) 


ум 


ORG/BLK 495 
BRN 
GRY 
GRY 


1174 
416 
474 


23 PPL 1986 TO EVAPORATOR 
маны > EMISSION 
CANISTER PURGE 


VACUUM SWITCH 


AA 


I 
Sek 


TCC TEMP 
SWITCH 

(IN TRANS. 
COOLER 
INLET PIPE) 


IDLE SPEED 
CONTROL POWER 
STEERING PRESSURE 
SWITCH 

(IN POWER 

STEERING LINE, 
NEAR POWER UNIT) 


А” 


ENGINE OIL 
LEVEL 
SENSOR 
(LEFT SIDE 
OF ENGINE 
OIL PAN) 


p Bews Sea 
1 


G110 

(ENGINE COMPARTMENT, 
ON FRONT OF LEFT 
CYLINDER HEAD) 


ШИШ 


SE 
SPARK PLUGS 


YEL. 


MASS AIR 
FLOW SENSOR 
(BETWEEN AIR 
CLEANER 

AND INTAKE 
RESONATOR) 


FROM 
PCM 


EVAPORATOR 
EMISSION 
CANISTER 
PURGE VACUUM 
SWITCH 

(TOP OF 
ENGINE, RIGHT 
SIDE OF FUEL 
INJECTOR 

NO. 2) 


DK GRN/WHT. 
GRY 

BRN 
BLK/WHT. 


BLK/WHT. 
WHT 
BLK 
LTGRN 
YEL/BLK 
BRN 
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IDLEAIR 
CONTROL VALVE 
(ATTACHED TO 
THROTTLE 
BODY) 


HOT IN RUN OR START 
—— IP 
CHIBODY  |FUSE 
РОЗЕ #13 [BLOCK 


HOT IN RUN OR START 


HOT AT ALLTIMES 


UNDERHOOD [` 
ELECTRICAL | 
СЕМТЕК | 


ЕМ! 
FUSE #4 
20A 


AIR 
FUSE #3 
25A 


NCA D PNK - 
— s e 


NCA С 


Ал k 


el 


SECONDARY 
AIR INJECTOR 
(AIR) PUMP 


I 
(ENGINE COMPARTMENT, FORWARD OF I 
I 
| RELAY 
I 
I 
I 


LEFT WHEELHOUSE, UNDER AIR CLEANER) 
POWERTRAIN CONTROL MODULE 


LTBLUWHT 1747 


ТАС COIL "A" НІ 
IAC COIL "А" LOW 


RIGHT REAR 

HEATED OXYGEN 

SENSOR 

ТАМ 1671 (ІМ RIGHT 
CONVERTER РІРЕ) 

PPL 1670 


LT GRN/BLK 


LT BLU/BLK 1748 


RIGHT REAR HO2S LOW 
RIGHT REAR HO2S HI 
1АС COIL "B" LOW 


NCA ..D PNK 


LT GRN/WHT 
TAN 1667 


1749 


1АС COIL "B" HI 
BANK 2 HO2S LOW 
BANK 2 HO2S HI 


RIGHT FRONT 
HEATED OXYGEN 
SENSOR 

(IN RIGHT 
CONVERTER PIPE) 


CRUISE CONTROL 
RELEASE SWITCH 
(ATTACHED TO 
BRAKE PEDAL 
BRACKET) 


RE PNK 


ke 1 


LEFT REAR 
HEATED OXYGEN SENSOR 
(IN LEFT CONVERTER PIPE) 


NCA Dr 


14 PPL 420 PPL D 


BRAKE SWITCH SIG 
PNP SIG 
TRANS PRESS CTRL SOL HI 


15 ORG/BLK 


16 RED/BLK NCA ..C BLK 


um 
17  ТАММУНТ ТАМЛМНТ 7 


2 
18 PPLWHT PPLWHT 
ТАМЛМНТ 


LEFT REAR НО2$ LOW 
LEFT ВЕАВ НО2$ HI 
BANK 1 НО25 LOW 


19 ТАМАМНТ 


SECONDARY 
AIR INJECTION 
BLEED VALVE 
SOLENOID 
(LOWER LEFT 
OF ENGINE) 


s 20 PPLWHT 
2 
21 ТАМ 472 


PPL/WHT. 


BANK 1 HO2S HI 
IAT SENSOR SIG 
TP SENSOR SIG 
MAP SENSOR SIG 


as 


NCA ..D PNK 
NCA 


22 DKBLU 417 


23 LTGRN 
24 

1 

25 YEL 410 


432 


c 
© вк 7 


SECONDARY 
AIR INJECTION 
(AIR) PUMP 
(LOWER LEFT SIDE 
OF ENGINE BLOCK) 


I 

LEFT FRONT I 
HEATED OXYGEN 

SENSOR I 

) 26 (IN LEFT I 

CONVERTER PIPE) І 

І 

І 

І 

І 


ECT SENSOR SIG 


MANIFOLD ABSOLUTE PRESSURE 
27 SENSOR 
(FRONT OF ENGINE COMPARTMENT, 


28 PNK 1224 ABOVE WATER PUMP) 


29 DKBLU 1225 


TRANS RANGE SIG "A" 


TRANS RANGE SIG "B" 
30 RED 1226 


уч 
32 BLKWHT 451 


$ 


CONN C3 


TRANS RANGE SIG "C" 


I 
I 
+ omg 
(ENGINE COMPARTMENT, 
ON FRONT OF LEFT 
CYLINDER HEAD) 


PCM GROUND 


ENGINE COOLANT 
 TEMPERATURE SENSOR 
(FRONT OF ENGINE, 
BELOW WATER PUMP) 


EXHAUST GAS 
RECIRULATION 
CONTROL VALVE 
RELAY SOLENOID 
(TOP OF ENGINE, 
BEHIND INJ #7) 


INTAKE AIR 
TEMPERATURE 
SENSOR 

(AIR CLEANER 
ASSEMBLY) 


THROTTLE 

POSITION 

SENSOR 

(ATTACHED TO RIGHT 
SIDE THROTTLE BODY) 


A GRY PNK A 


DK BLU С 


EVAPORATIVE 
EMISSION 
CANISTER PURGE 
SOLENOID VALVE 
(TOP OF ENGINE, 
BEHIND INJ #4) 


DK GRNAWHT В 


DK GRNAWHT 
PPL 
ORG/BLK 
RED/BLK 


DK GRN/WHT. 


DK GRN/WHT 

WHT 

LT GRN LT GRN 
YEL/BLK 


BRN 


YEL/BLK 
BRN 
BLK/WHT 


PNK 
GRY 
BLK 
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PRIM CONNECTOR 
(МЕАВ А/С ACCUMULATOR) 


DK GRN/WHT 
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НОТ AT ALL TIMES 


UNDERHOOD | 
ELECTRICAL | 
CENTER 


FUEL PUMP 
RELAY 
(UNDERHOOD 
ELECTRICAL 
CENTER) 


0110 


— FUEL PUMP/ 
| SENDER 
| (IN FUEL TANK) 


HOT IN RUN OR START 


ур 
ЕР IFUSE 
FUSE #2 [BLOCK 
15А | 


° 
ek (BUICK) 
B2 À. C1 (CHEVY) 
| | CLUSTER 


MALFUNCTION | 
INDICATOR | 


TRANS PRESS CTRL LOW 


(ENGINE COMPARTMENT, 
ON FRONT OF LEFT 
CYLINDER HEAD) 


PCM GROUND 


d 


Kall 


bus BK dag: 


(LEFT REAR WHEEL- 
HOUSE, IN LUGGAGE 
COMPARTMENT) 


1 BLKWHT 451 


І 


C1 (CAPRICE) 
C2 (ROADMASTER) 
C1 (IMPALASS) 


Ха» 
855 


BRN/WHT 


HOT IN RUN, BULB TEST OR START 


HOT IN RUN, BULB TEST OR START 


PCM/IGN 
FUSE #5 
10А 


UNDER- 
ноор 
| ELECTRICAL 
CENTER 

J 


FUSE #4 


INSTRUMENT 


A 


ENGINE) 


DISTRIBUTOR 


D 


2 
2 LTBLU/WHT 1229 
2 


РМК 539 


IGNITION 


TCC CONTROL SOLENOID 


3 
4 
5 
6 
+ 


SERIAL DATA 
A/C CLUTCH CTRL 
MILCTRL 


BRN 418 
PPL 
8 DKGRNWHT 459 
9 BRNAWHT 419 


А/С SYSTEM 
(COMPRESSOR RELAY) 


10 DKGRN/WHT 428 


CANISTER PURGE CTRL 
TRANS TCC CTRL 
А/С PRESS SENSOR SIG 


CHANGE OIL IND CTRL 


KNOCK SENSOR SIG 
KNOCK SENSOR SIG 


2 
11 TAN/BLK 
12 RED/BLK 


PNK 


LT BLU 


422 


А/С REFRIGERANT 
PRESSURE SENSOR 
(IN HI PRESSURE 
LINE, ABOVE RIGHT 
WHEELHOUSE) 
KAWAQ) 
A 


INSTRUMENT CLUSTER 
SYSTEM 


1876 


TRANS FLUID TEMP SIG 
SERIAL DATA 


RIGHT KNOCK 
SENSOR 
(RIGHT OF 
ENGINE BLOCK, 


YEUBLK MANIFOLD) 


TAN 800 


1227 


29. 
ELECTRONIC BRAKE[ “ “1 
CONTROL MODULE | 
(LEFT SIDE OF | 
ENGINE COMPARTMENT, 
PART OF BRAKE PRESSURE L- — 
MODULATOR VALVE) 


CONN CA 


LEFT KNOCK 
SENSOR 

(LEFT OF ENGINE 
BLOCK, FORWARD 


BELOW EXHAUST 


OF STARTER) 


DATA LINK CONNECTOR 
(ATTACHED TO ИР CARRIER, 


POWERTRAIN CONTROL MODULE 
(ENGINE COMPARTMENT, FORWARD OF 
LEFT WHEELHOUSE, UNDER AIR CLEANER) 


| RIGHT OF STEERING COLUMN) 


= G203 


DK GRN/WHT 
PPL 
ORG/BLK 
RED/BLK 


DK GRN/WHT. 
WHT 
LTGRN 
YEL/BLK 


(BASE OF LEFT 
"А" PILLAR, BEHIND 
KICK PANEL) 


IGN 
IGN CTRL 


с 
GROUND 


ELECTRONIC 
IGNITION CONTROL 
MODULE 

(FRONT 

ОЕ 

ENGINE) 


COIL 
DRIVER 


ШИН RED/BLK 


(ENGINE COMPARTMENT, 
ON FRONT OF LEFT 
CYLINDER HEAD) 


] PARKINEUTRAL 
POSITION 

| SWITCH 

| (UNDER FRONT 
CONSOLE, 

| ATTACHED TO 

ЈАТ CONTROL) 


G110 

(ENGINE COMPARTMENT, 
ON FRONT OF LEFT 
CYLINDER HEAD) 


.--» 


swa Ст 
.- 

SWB СӘ 
.---% 
МС 


5 "e 


TRANS FLUID 
L| TEMP SENSOR 


км 


YEL/BLK 


PPL M 
LTBLUWHT D 


FORCE 
MOTOR 


HI (М LO 


TCC ENABLE 
SOLENOID 


TAN/BLK 


4 + 
SHIFT 
SOLENOIDA 


жие үн 1 


SHIFT 
SOLENOID B 


YEL/BLK 
KO 


TCC 
CONTROL 
SOLENOID 


Ka d 


3-2 CTRL 
SOLENOID 
(PWM) 


к 


ELECTRONIC 
CONTROLLED 
TRANSMISSION 
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HOT AT HOTAT 
ALLTIMES ALL TIMES 


| SIGNAL 
| SWITCH 


LEFT RIGHT | 
TURN TURN 1 


KEE 
nea] nea] ВЕК 
м Me 


SEDAN WAGON 
tre 


r 
| SEO TRK 
| AUX LPS 

FUSE FUSE 
| 15А o 


YEL DKGRN 
BLK 
BLK 
EXTERIOR 


LIGHTS 
e КОМУ SYSTEM 


LEFT RIGHT 
SPOT SPOT 
LAMP LAMP LEFT 


(7X6, 7X7) (7X7 ONLY) EMERGENCY 
] VEHICLE REAR 


COMPARTMENT 
LID LAMP 


YEL DKGRN 


LID OPEN 
BE 


х1 


ALTERNATING 
ғ. — | FLASHER 


sl 


NCA 


RELAY NCA 
A c КАНЕ. RIGHT 
ue EMERGENCY 
Eine VEHICLE REAR 
> COMPARTMENT 
; LID LAMP 


YEL DKGRN| DKGRN 


EE 
TO CUSTOMER 
INSTALLEDACCESSORIES 


LEFT RIGHT 
EMERGENCY EMERGENCY 


VEHICLE REAR VEHICLE REAR 
TO CUSTOMER WINDOW WINDOW TO CUSTOMER INSTALLED 


INSTALLED CONTROLS PANELLAMP PANELLAMP EXTERIOR ROOF LIGHTS 


(WIRE ENDS LOCATED (WIRE ENDS TAPED 
BEHIND RIGHT KICK PANEL) ABOVE ROOF EXTERIOR) 


О 


ВЕС | ВВМ | GRY YEL DK LT ORG/ 
GRN | RED | ҮЕ! TAN | BLU | СВУ | PPL BLK 


EMERGENCY 
VEHICLE FRONT 
LAMP RELAY FLASHER 
(MOUNTED ON 

HVAC MODULE) 


RED | BRN 


TO SEO GRILLE LAMPS 
{WIRE ENDS LOCATED ON 
RIGHT SIDE RADIATOR BRACKET) 
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HOT IN RUN, BULB 


| UP FUSE 


T/SIG FUSE | (BLOCK 
15A | 


о Е 


T] BACKUP LAMP 8. 
e1 | TRANSMISSION 
POSITION SENSOR 

SWITCH 
(NEAR BASE 

| OF STEERING 
— COLUMN) 


e2 | 


° LT GRN > MIRROR 
SYSTEM 


LT GRN 


e 
м 

А LEFT 
# 


LT GRN MIRROR 
/ | SYSTEM 


BACKUP 
-J LIGHT 


(CHEVROLET) G (CHEVROLET) 
(BUICK) B (BUICK) 


BLK 


G999 
(LEFT REAR (CENTER OF (CENTER OF 
WHEELWELL) LEFT D PILLAR) RIGHT D PILLAR) 
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HOT AT HOT IN RUN, BULB HOT AT 
ALLTIMES TEST OR START ALLTIMES 
71 STOP LAMP 


EXT LPS RR T/LPS T/SIG 
FUSE FUSE FUSE 
10А 15А 
OPTIONAL 
1 CONVENIENCE | SWITCH 


ORG | CENTER | (ОМ BRAKE 
(LEFT OF PEDAL SUPPORT) 
(CHEVY) Н | STEERING _ t 
(BUICK) B FLASHER | COLUMN) BY 


| AUTOMATIC — 7] HEADLAMP ge 


| HEADLAMP/ | SWTCH 

DRLCONTROL 

| MODULE I WHT ь ANTI-LOCK 

| (ABOVE BASE BRAKES 

| OF STEERING SYSTEM 
COLUMN) 


WHT 

PPL, WARNING WHT 
SYSTEMS CRUISE 

CONTROL 


SYSTEM ш 


= >> Z = ien 
OPTIONAL wel 


TURN 
SIGNAL 
SWITCH 


Y 


DOOR LOCKS 
SYSTEM 
(BUICK ONLY) 


LICENSE 
LAMP 


PPL 


A 
LEFT ` "o RIGHT 
JOPERA ( = OPERA 
LAMP 7 LAMP 


a| EP г (BUICK) 
. 
І 
к! 
Ki 
k ° 


BUICK BLK 
ONLY 

D 
6200 BLK | 
(LEFT KICK 


PANEL) 
G402 


(LEFT REAR 
WHEELHOUSE) 


G107 
(BEHIND LEFT (BEHIND RIGHT 
HEADLAMP) HEADLAMP) 


FLUORESCENT 
INDICATORS, 


. RIGHT TAIL 
‚ LAMP (BUICK) 
RIGHT REAR 
MARKER 
LAMP (CHEVY) 


CHEVROLET 


tr LT 
BLU | BLU 


B LEFT 


VERON: INSTRUMENT 


) app ) 
“MARKER CLUSTER 


LAMP а 
(CHEVY) G203 PES suu 
(RIGHT | RIGHT 


KICK 
PANEL) i EN 


LT BLU B3 B7 
жы э = бу. 


| 
| 
| 
| 
| 
LEFT | 
| 
| 
| 
| 
| 


| TURN 

LEFTTAIL | IND. 
S LEFT / ES LANP (BUICK) ` (T | овул mu оквш ви вк o \ | 
та \ >) LEFT REAR BLU ia BLK) BUI) ae | 


LAMP MARKER Al wem ВА АД front ВІКО А9 B3 
a 


URN (6,5 РАВК/ | 
IGNAL TURN 


| 


By LAME G TAME INSTRUMENT 
ік| PUER) вк CLUSTER 
e 


I 
BLK | BLK | 
2 2 
G106 G107 G200 
(LEFT REAR (BEHIND LEFT (BEHIND RIGHT = (LEFT KICK 
WHEELHOUSE) HEADLAMP) HEADLAMP) PANEL) 


BUICK & IMPALA 


9 
g 


(IMPALLA) 
(BUICK) 
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Fig. 17: Exterior Lamps Circuit, Sedan 
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HOTAT 
ALLTIMES 


HOT IN RUN, BULB 
TEST OR START 


HOTAT 
ALLTIMES 


EXT LPS RR T/LPS 
FUSE FUSE 
20A 10A 


T/SIG 
FUSE 
15A 


GRY/BLK 


OPTIONAL 


(CHEVY)H | C1 
(BUICK) B Д c1 


— —| AUTOMATIC 71 HEADLAMP 
HEADLAMP/ | SWITCH 
DRL CONTROL 
| MODULE 
| (ABOVE BASE 
OF STEERING 


OPTIONAL 


71 STOP LAMP 


| CONVENIENCE | SWITCH 
| CENTER | (ОМ BRAKE 


HAZARD 
LAMP 
FLASHER 


| (LEFT OF | PEDAL SUPPORT) 


| STEERING 


| COLUMN) BT 


WARNING 
SYSTEM 


WHT p ANTI-LOCK 
BRAKE SYSTEM 


WHT 
У 
CRUISE унт. 
CONTROL 
SYSTEM WHT Y 
PR сло DOOR LOCKS 


wel SYSTEM 


N 


H 
° 


TURN 
SIGNAL 
SWITCH 


МИ АО ~~ 
ONLY 


WHT 


ВЕАВ GLASS А C1 
CONTACTS > 
SE 


BLK B e 


LICENSE 
LAMPS 


„вк ET) A PPL 


(BEHIND LEFT 
HEADLAMP) 


(NEAR RIGHT 
D PILLAR) 


/ NERING 
LAMP 


(BUICK) (BUICK) 


G107 
(BEHIND RIGHT 
HEADLAMP) 


REAR GLASS 
CONTACTS 


wiauo ~ BLK | 
ONLY D 
BLK | 


G999 
(NEAR LEFT 
D PILLAR) 


CHEVY BUICK 


LT BLU DK BLU 
A1 ___B31 c2 
g I 


77 INSTRUMENT 
CLUSTER 


VACUUM 


LEFT LEFT 
ТАШ A REAR 
STOP, ( =) ) SIDE 
TURN 7-22 MARKER 


I LAMPS BT LAMP 
BLK 

° 

I 

| 

D 


I 
BLK | 


2 
G999 
(NEAR LEFT (BEHIND LEFT 
D PILLAR) HEADLAMP) 


BLK 


FLUORESCENT | 
INDICATORS | DKBLU 


В? ісі 


INSTRUMENT 
CLUSTER 


G203 G200 
(BEHIND RIGHT RIGHT KICK (LEFT KICK 
HEADLAMP) PANEL) PANEL) 
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Fig. 18: Exterior Lamps Circuit, Wagon 
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BUICK SEDAN 


LS 
LEFT 
PARK AND 
FRONT SIDE 
MARKER 
LAMP 


AUTOMATIC LEVEL 
CONTROL AIR 
COMPRESSOR 


|271 
| 
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OPTIONAL 


BUICK SEDAN 


g— "ss n e —N 


LEFT FRONT 

LEFT FRONT SIDE MARKER 

TURN SIGNAL 
LAMP 


LEFT 
HEADLAMP 


AND CORNERING AND CORNERING 
LAMP MP 


RIGHT 
PARK AND 
FRONT SIDE 
MARKER 
LAMP 


RIGHT FRONT 
SIDE MARKER 


LEFT 
SECONDARY 
ENGINE 
COOLANT 
FAN MOTOR 


RIGHT FRONT 
TURN SIGNAL RIGHT 
LAMP HEADLAMP 
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RIGHT 
PRIMARY 
ENGINE 
COOLANT 
FAN MOTOR 


“73 


BATTERY 
е 
pej 


-® ong 
(FRONT ОР 


RIGHT CYLINDER HEAD) 


-@ om 
(RIGHT FRONT FENDER, 
NEAR BATTERY) 


-@ one 
(BEHIND LEFT HEADLIGHT SUPPORT, 
FORWARD OF AIR CLEANER) 


Со 


BLK 


5277-27 


BLK 


=== 


SECONDARY 
ENGINE 
COOLING 


(WI BASE AND V03 
EXTRA CAPACITY 
COOLING) 


FAN MOTOR 


CHEVY 


=—— 
INSTRUMENT 
CLUSTER 
ENGLISH/ 
METRIC SWITCH 


Bi 
I 


l. =l 


+— (М V08 HEAVY 
DUTY COOLING) 


G107 — 
(RIGHT HEADLIGHT SUPPORT, 
FOWARD OF BATTERY) 


BUICK 


HEADLAMP 
SWITCH 
LAMP LAMP 


EA © 


А BUICK) 


ASHTRAY 


BUICK SEDAN 


REAR 
COMPARTMENT 
LID AJAR 
INDICATOR LAMP 


(CHEVY) 
(BUICK) 


в |(CHEVY) 


CHEVY 
— 
HEATER/ 
AC 
CONTROL 
LAMP 


SEDAN WITH 

C60 OR C67 
A 
BLOWER 
MOTOR 


HEADLAMP 
AUTOMATIC 
CONTROL 
MODULE 


BUICK 

W/ C68 
mt 
BLOWER 
MOTOR 
CONTROL 
MODULE 


INFLATABLE. 
RESTRAINT 
DIAGNOSTIC 
ENERGY 
RESERVE 
MODULE 


BLK 


Wi C67 WI C67 


INSTRUMENT HEATER & MODE VALVE 
CLUSTER А/С CONTROL ACTUATOR 


[ q 1 1 
| 
| 


Ë l J 
B4 T€2 B3\C1 
АЗ | ca AQ] Ct 


BLK 


WI TWILIGHT 
SENTINEL 


CHEVY 

ИР. 
COMPART- 
MENT 
LAMP 


—_—— 

INSTRUMENT 
HEADLAMP PANEL 
SWITCH LAMP DIMMER 


WAGON 


A 
ENDGATE 


WINDOW 
RELEASE 
SWITCH 


CHEVY 


REAR 
COMPARTMENT 
LID RELEASE 
SWITCH 


CIGAR 
LIGHTER 


(CHEVY) D 
(BUICK) E 


WI DAYTIME 
RUNNING 
LAMPS (DRL) 


DRL 
CONTROL 
MODULE 


(CHEVY) A 
(BUICK) B 


BUICK 
WIC68 


(BUICK SEDAN ONLY) 
OPERA LAMPS 


HEATER & 
AIC CONTROL 


RIGHT 


STEERING 
COLUMN 
BRAKE/ 
TRANSMISSION 
SHIFT 


BUICK 
WAGON 
& CHEVY 


DL 


BLK 


INTERLOCK 
SOLENOID 


RADIO POWER 
ANTENNA RELAY 


C60/ 
€67 


NON 


c67 SEO 


WAGON 


LOW SPEED HIGH SPEED INTERIOR 
BLOWER BLOWER LAMP 
RELAY RELAY RELAY 


REAR WINDOW 
WIPER 
MOTOR 


WARNING 
ALARM 


BUICK 


POWER 
STEERING 
CONTROL 
MODULE 


SEDAN 


REAR 
COMPARTMENT 
COURTESY 


A10 
BLK/ 


C225 


WHT 


BEHIND KICK PAD) 


LAMP 
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Fig. 19: Ground Distribution Circuit (1 of 3) 
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CHEVY 


—— 
INSTRUMENT 
CLUSTER 
ENGLISH/ 
METRIC 
SWITCH 


CHEVY 


g—s 
INSTRUMENT 
CLUSTER 


1 5 


A6 


BLK/ 


LEFT 
REAR 
OXYGEN 
SENSOR 


RIGHT 
REAR 
OXYGEN 
SENSOR 


CONNECTOR 
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BUICK 
WI C68 


HEATER & 
А/С CONTROL 


CHEVY 
OIL 
PRESSURE 
RESISTOR 


DAYTIME RUNNING 


LAMPS OR 
HEADLAMP 
AUTOMATIC 
CONTROL 
MODULE 


ELECTRONIC 
IGNITION 
CONTROL 
MODULE 


POWERTRAIN 
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CONTROL MODULE 


[ 
| 
8 


SECONDARY 

AIR INJECTION 
PUMP BLEED 
VALVE SOLENOID 


BLK 


WINDSHIELD 
WIPER 
MOTOR 


UNDERHOOD 
LAMP 


АС 


COMPRESSOR 
CLUTCH COIL 


BLK/ 
WHT 


чено во Фо Фо 


[ 

| 

L 
© 


BLK/ 
WHT 


E16 F8 


BLK/ 
WHT 


BLK/ 
WHT 


BLK/ 
WHT 


-® с203 
(BASE OF RIGHT "A" PILLAR 
BEHIND KICK PAD) 
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Fig. 24: Headlight Circuit, W/O DRL, W/O Twilight Sentinel 
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Fig. 26: Instrument Cluster Circuit (1 of 2) 
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Fig. 27: Instrument Cluster Circuit (2 of 2) 
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Fig. 29: Instrument Illumination Circuit 
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Fig. 30: Memory Seat Circuit 
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Fig. 31: Power Antenna Circuit 
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Fig. 32: Power Distribution Circuit (1 of 4) 
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Fig. 33: Power Distribution Circuit (2 of 4) 
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Fig. 35: Power Distribution Circuit (4 of 4) 
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Fig. 36: Door Lock Circuit 
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Fig. 37: Keyless Entry Circuit 
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Fig. 39: 6-Way Power Seat Circuit 


Repair Manual 
Thursday, September 06, 2018 10:46:49 PM 


1996 Buick Roadmaster Limited 
1996 System Wiring Diagrams Buick - Roadmaster 


HOT IN RUN (С)1995 VFTC 


FUSE 40 
15A 


POWER STEERING 
CONTROL MODULE 


DRIVER'S SEAT 
ADJUSTER 
MEMORY MODULE 


DRIVER 
HEATED 
SEAT 

SWITCH 


SEAT HEATER 
"ON" LED 


HEATED IGN TEMP SELECT IN TEMP SELECT OUT BAT 
SEAT | HEATER GROUND 
МТС 2 NTC 1 HEATER 


YEL GRY/RED 


A 
GRY RED 
SEAT 


NTC 
Se ELEMENT 


PASSENGER SEAT 


= 


BRN Ts 
A C329 
PPL/WHT 
PASSENGER 
HEATED 


SEAT 
SWITCH 


SEAT 


HEATED TEMP SELECT IN TEMP SELECT OUT ВАТ ЖОП LED 


SEAT 
HEATER GROUND 
MODULE | GROUND NTC 2 NTC 1 HEATER 


C329 | 


B c328 В” | ` 
| x 
BLK BLK у ВІК 


| ca? BLK | 


SEAT | 
CUSHION G200 -e- 
(AT LEFT 


KICK PANEL) 


[Repair Manual 


Thursday, September 06, 2018 10:46:49 PM 


1996 Buick Roadmaster Limited 
1996 System Wiring Diagrams Buick - Roadmaster 


Fig. 40: Heated Seats Circuit 
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Fig. 41: Lumbar Circuit 
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Fig. 42: Recliner Circuit 
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Fig. 43: Power Window Circuit 
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Fig. 44: Radio Circuits 
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Fig. 45: Shift Interlock Circuit 
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Fig. 46: Charging Circuit 
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Fig. 47: Starting Circuit 
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Fig. 48: Supplemental Restraint Circuit 
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Fig. 49: 5.7L (VIN P), Transmission Circuit 
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Fig. 50: Tailgate Release Circuit 
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Fig. 51: Trunk Pull-Down Circuit 
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Fig. 52: Trunk Release Circuit 
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*АЗ/**В4 


НОТ IN RUN, BULB TEST OR START 


BLK 
ө 


| рн 


SEAT BELT | 
INDICATOR 
= 


INSTRUMENT CLUSTER 


SEAT BELT 
SWITCH 
(SEAT BELT 
BUCKLE) 
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* ROADMASTER 


** CAPRICE 
*** IMPALA SS 


G200 
(BEHIND LEFT 
KICK PANEL) 


G200 
(BEHIND LEFT 
KICK PANEL) 
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HOT IN RUN OR START 


POWERTRAIN Г "| j 
CONTROL | 
MODULE 
(FRONT OF LEFT | 
WHEELHOUSE, | 
BELOW 
AIR CLEANER) |_ _ _ 


TURN SIGNAL 
FLASHER 

(IN CONVENIENCE 
CENTER) 


(ses wre 


DK GRN/ 


817 


EE 


_| 


WI TWILIGHT 


SENTINEL €2 


HEADLAMP AUTOMATIC 
CONTROL MODULE 
(RIGHT KICK PANEL) 


GRY 


3) — 


WIO TWILIGHT | 
SENTINEL 

C2 12221 

HEADLAMP 

SWITCH 


INTERIOR = 
cry Cl Е. 
(| | 
L——] 

5 I/P LAMPS 
DIMMER 

(BEHIND ІР, 
RIGHT SIDE OF 
STEERING 
COLUMN) 


CHEVY 


IGNITION 
KEY ALARM 
SWITCH 


RIGHT REAR 
DOOR JAMB 
SWITCH 

LEFT 
FRONT 
DOOR 
JAMB 
SWITCH 


RIGHT 
FRONT 
DOOR 
JAMB 
SWITCH 


LEFT 
REAR 
DOOR 
JAMB 
SWITCH 
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Fig. 53: Warning System Circuits 


WIPER/WASHER 
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HOT IN ACC OR RUN 


TT "Up 
WIPER [FUSE 
FUSE #10 |BLOCK 


25A 


MIN 110K 
MAX 1.2M 


WASHER 
SWITCH 


D ст 
DK GRN Te GRY 91 
с 


WINDSHIELD 
WASHER PUMP 
(ON WASHER 
FLUID 
RESERVOIR) 


DK BLU 
227 


WINDSHIELD 
WIPER 
MOTOR 
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MECHANICAL 
ARM 


C ‘C2 
BLK ! 350 
e 


BLK I (ENGINE COMPARTMENT, ON 
0110 -® FRONT OF LEFT CYLINDER HEAD) 
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WIPER/ 
WASHER 
SWITCH 
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Fig. 54: Front Wiper/Washer Circuit 
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(C)1995 VFTC 


DK | (BUICK) A 
СЕМ , (CHEVY) 


WASHER MOTOR 
(ON WASHER 
RESERVOIR) 


(BASE OF LEFT 
"А"РІШАК, BEHIND 
KICK РАР) 
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HOT IN ACCY OR RUN 


(BUICK) В 
(CHEVY) F 


WASH 


(BUICK) F 
(CHEVY) Е 


HOT AT ALL TIMES 


TRKP DOWN | Ge 


FUSE 36 | BLOCK 
15A 


—1ACCESSORY 
SWITCH 


REAR WINDOW | PANEL 


WIPER/ 
WASHER AND 
MULTI- 
FUNCTION 
SWITCH 


| 

| REAR 
WINDOW 

| WIPER 

| MOTOR 

| 

| 


C1 


ENDGATE 
WINDOW 
RELEASE 
SWITCH 
(CENTER OF 
AT TAILGATE) 


GRY C 


( 
вк T 


® (NEAR CENTER 


BLK | OF RIGHT 
G998 -@ "D" PILLAR) 
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Fig. 55: Rear Wiper/Washer Circuit 
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